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ERRATA 


In Homer M. Hadley’s discussion of the E. R. Dexter paper ‘The 
Design and Construction of the Concrete Multiple Arch Bridge over the 
Spillway of Grand Coulee Dam” p. 164-1: in the last paragraph (p.164-4), 
the equation should be Y = .003,253,32? + .0771,242,09x* (or for the 
final term 0.000,000,071,242,092‘). 
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